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HOUSING SURVEY REPORTS 
Mo. 4 Tyneside Conurbation House Condition Survey 1968 

Foreword 



1. This series of reports contains results of various 
housing surveys carried out by or for the Ministry of 
Housing and Local Government. 

2. This report deals with the house condition survey 
carried out in the Tyneside conurbation during the 
summer of 1968. No. 3 gave the results of a similar 
survey carried out at the same time in the Merseyside 
conurbation. Nos. I and 2 contained the results of the 
1967 house condition surveys in the West Midlands 
and South East Lancashire conurbations. 

3. Unless otherwise stated the tables in this issue 
relate to the estimated number of dwellings in the 
Tyneside conurbation in June 1968. 

4. The Tyneside conurbation is as defined in the reports 
of the 1966 Sample Census, and includes 13 local 
authority areas, shown in the map on page iv. The 



conurbation forms a part of the “Industrial North 
East: North” sub-division of the Northern economic 
planning region. 

5. Among the surveys reported elsewhere before the 
commencement of this series are: 

Housing Survey, England and Wales, I960 
“The Housing Situation in I960”, Central Office of 
Information, 1962. 

“The Housing Survey in England and Wales, 1964” 
Government Social Survey, 1967. 

House Condition Survey, England and Wales, 1967 
Economic Trends, No. 175, May 1968 with further 
tables published in “Old Houses into New Homes” 
Cmnd. 3602, and in “Housing Statistics, Great 
Britain” Nos. 6 (1967), 9 and 10 (1968) and 14 (1969). 



Economics and Statistics Division 
Ministry of Housing and Local Government 
Whitehall 
London S.W.I 

August 1969 
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Notes 



Introduction 

1. The Tyneside Conurbation House Condition Survey 
was carried out during May and June 1968 by 12 public 
health inspectors from local authorities in the conur- 
bation. The survey covered about 3,000 dwellings, was 
organised and processed by the Ministry of Housing 
and Local Government and was financed jointly by the 
Ministry and the local authorities employing the public 
health inspectors. 

2. Reliable data on the structural condition of the 
dwelling stock including the need for repairs was 
provided for the first time by the House Condition 
Survey of England and Wales 1967. However this 
survey was not sufficiently large to provide adequate 
data for particular areas of housing stress and a series 
of surveys in the conurbations was planned. The West 
Midlands and South East Lancashire Conurbation 
Surveys 1967 were the first in this series, followed by 
the Merseyside and Tyneside Conurbation Surveys in 
1968. 

Number of unfit dwellings 

3. The survey indicates that in 1968 there were about 
22,000 unfit dwellings in the Tyneside conurbation 
(plus or minus 3,000 sampling error, at the 95 per cent 
confidence level (see paragraph 6)). Comparison with 
earlier estimates based on returns made by local 
authorities would not be valid because of differences 
in the basis and method of estimation. The survey 
indicates that the proportion of unfit dwellings in the 
Tyneside conurbation is lower than the average pro- 
portions shown by the national survey for either the 
aggregate of all the conurbations or for England and 
Wales as a whole. 

The sample of dwellings 

4. A sample of nine in a thousand in each area was 



drawn from local valuation lists by taking every 1 00th 
address and deleting every 1 0th in the resulting list. 

5. Of the 2,756 addresses given to inspectors, a number 
were untraceable or were for houses which had been 
demolished or were derelict. Some others were 
excluded because they were business premises, or 
were not private dwellings. The final effective sample 
was 2,517 which was grossed up and adjusted to give 
estimates relating to mid-1968. 

Sampling errors 

6. All estimates derived from samples are liable to 
sampling errors. The table below gives approximate 
ranges of error associated with various sizes of esti- 
mates. For a given estimate, the “true” figure will be 
within the ranges shown in 95 cases out of 100. Where 
the results give small numbers or small percentages the 
size of the sampling errors in relation to these results 
may be substantial. 



Approximate 95% confidence limits 



Thousand dwellings 


Percentage 
of total stock 1 


Estimate 


Range 


Estimate 


Range 


2 


± 1 


5 


± I 


5 


± 1 


10 


± 1 


10 


± 2 


20 


± 2 


20 


± 3 


40 


± 2 


40 


± 4 


50 


± 2 


80 


± 5 


60 


± 2 


140 


4- 6 


80 


± 2 


200 


d= 5 







1 Where the percentage of a particular class of dwellings 
is shown, e.g.the percentage of unfit dwellings which are 
owner occupied, the sampling error is larger than the 
above. (If the class constitutes 25% of the total stock the 
range of error is about twice the above). 
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Definiti rss 



Dwellings The same definition was used as in the 
1966 Sample Census; in essence, this required that the 
living accommodation should be structurally separate 
and have independent access. Only permanent 
dwellings were included in the survey. 

Unfst dwellings An inspector decided whether each 
dwelling was statutorily unfit for habitation on the 
basis of Section 4 of the Housing Act 1957 which 
refers to the following factors; repair; stability; free- 
dom from dampness; natural lighting; ventilation; 
water supply; drainage and sanitary conveniences; 
facilities for storage, preparation and cooking of food 
and for the disposal of waste water. 

Potential clearance areas The inspector considered 
whether an unfit dwelling was likely to be dealt with 
by clearance area action or by action to deal with the 
individual dwelling; In the former case, the dwelling 
has been classified as an unfit dwelling in a potential 
clearance area. In addition, clearance area action could 
be considered necessary which would affect a dwelling 
which was not unfit; for example, where necessary to 
allow satisfactory clearance of an area of generally 
unfit housing. 

Repair Costs The inspector made an assessment of 
the cost of the repairs which a local authority would 
carry out if it acquired the dwelling for letting for a 
period of, say, twenty years. Costs of installing the basic 
amenities for the first time were not included, but 
necessary costs of replacing existing amenities were, 
internal decoration costs were also excluded unless 
these would have been required as a result of other 
repairs. Repairs to out-buildings, boundary walls, etc. 
were excluded. 

Basic amenities Standard improvement grants are 
made to assist in providing certain amenities for the 



exclusive use of the occupiers of a dwelling. Informa- 
tion was collected in this survey about four of these 
amenities: a water closet with the entrance inside the 
dwelling, a fixed bath or shower, a wash basin, and a 
hot and cold water system serving a bath, a wash basin 
and a kitchen sink. The 1966 Sample Census data relate 
to the exclusive or shared use by each household of a 
water closet inside the building (not necessarily inside 
the dwelling), of a fixed bath, and of a hot water tap. 

Tenure In this survey, dwellings were classified as 
owner occupied, rented from a local authority (in- 
cluding tied local authority housing), closed under 
Housing or Planning Act powers, or other tenure. The 
last category broadly corresponds to dwellings rented 
from private owners but includes privately owned tied 
housing and dwellings owned by government depart- 
ments, etc. This is a different classification from that 
used in the census reports, which distinguished owner 
occupied, rented from local authorities or new towns, 
rented from private owners, and other tenures; other 
tenures in this case are tied houses whatever their 
ownership and dwellings rented with farms or business 
premises. 

Age refers to the date of construction of the original 
building. 

Rooms are defined as in the 1966 Sample Census. 
They include all living rooms, bedrooms and kitchens. 
A scullery is included if used for cooking. 

Gross value is the gross value for rating purposes. 

The symbol “ — ” is used throughout for nil or less than 
half the final digit. 

Because of rounding some figures do not add up to the 
totals shown. 
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The survey form 




HOUSE CONDITION SURVEYS 



off tot ust only 
C 


LA 


EPR 


CON U R 


GRV 


o not comp ftt, § 

S 


SCHEDULE NUMBER OF RATEABLE UNIT 










15,16,17,18 


1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 


12 


13 


14 




































LOCAL AUTHORITY AREA 



@ SURVEYOR 



<D DATE OF INSPECTION 



@ ADDRESS OF RATEABLE UNIT 



IS THE RATEABLE UNIT 
ONE DWELLING ONLY 



IF CONTAINS MORE THAN ONE OWELLING 


IF PART OF ONE DWELLING 


UNOBTAINABLE 


YES.ONE DWELLING 




ADDRESS OF OWELLING Mi NUMBER OF OWGS. IN RATEABLE UNIT 


NUMBER OF RATEABLE UNITS IN DWG 




ONLY 




ont form for nth iwil/tog 


tpteify numbtr 


nag 

y 


r/ 0 $ 

X 


ring 

1 


19 




ani ring 


serf tpteify mimbir 


Mi ring 


ui ring 






Y 




X 


1 


20 



IS THE OWELLING A (OR PARTOFA) 


NON RESIDENTIAL 
pint SINGLE DWG 


PURPOSE BUILT 
BLOCK OF FLATS 


BOG CONVERTED TO 
MORE THAN 1 OWG 


TEMP PREFAB 


OETACHEO HOUSE 


SEMI-DETACHED 


TERRACE HOUSE 




7 


6 


5 


4 


3 


2 


1 



DATE OF CONSTRUCTION OF BUILDING 



WHAT IS THE TENURE OF THE DWELLING 



IS THE OWELLING IN MULTIPLE OCCUPATION 



NUMBER OF ROOMS IN OWELLING 



DOES THE OWELLING POSSESS FOR THE EXCLUSIVE USE OF THE OCCUPANTS 



DOES THE DWELLING POSSESS FOR THE EXCLUSIVE USE OF THE OCCUPANTS 



DOES THE OWELLING POSSESS FOR THE EXCLUSIVE USE OF THE OCCUPANTS 



DOES THE OWELLING POSSESS 



PRE IBIS 


1919-1944 


POST 1944 


3 


2 


1 



UNOBTAINABLE 


NO LONGER USED 
AS A OWELLING 


CLOSED UNDER HSG 
OR PLANNING ACT 


N.T.ORLA 

TENANT 


OTHER 


OWNER OCCUPIED 


I * 


5 


4 


3 


2 





MULTI-OCCUPIED 

4 


PROBABLY M. 0. 
3 


PROBABLY NOT M. 0. 
2 


NOT MULTI-OCCUPIED 

1 








UNOBTAINABLE 

X 


tpteify 






UNOBTAINABLE 

X 


NEITHER 

3 


FIXED BATH NOT 
IN A BATHROOM 
2 


FIXED BATH IN 
A BATHROOM 

1 



UNOBTAINABLE 


NONE 


WASH HAND BASIN 


3 


2 


1 j 



UNOBTAINABLE 


NONE 


WC WITH ENTRANCE 
OUTSIDE BUILDING 


WC WITH ENTRANCE 
INSIDE BUILDING 


WC WITH ENTRANCE 
INSIDE DWELLING 


X 


4 


3 


2 


1 



UNOBTAINABLE 

X 



NONE OR LESS THAN 
THREE POINTS 
2 



HOT a COLD WATER 
AT THREE POINTS 

1 



IS THE DWELLING IMPROVABLE (4 POINTS) 


UNOBTAINABLE 


NQ: OTHER RE AS0Nv*e/7X 


NO:WATER SUPPLY 
IMPRACTICABLE 


YES 


ALREADY HAS 
4 AMENITIES 




X 


9 


3 


2 


4 



WHERE CAN THE BATHROOM 


UNOBTAINABLE 


NOT IMPROVABLE 


EXTERNALLY ONLY 


INTERNALLY WITH 


INTERNALLY WITH 


INTERNALLY WtlUT 


ALREADY HAS BROOM 


ALREADY HAS 


BE ADDED 


X 


7 


6 


LOSS OF B S ONLY 

5 


LOSS OR EXTERNAL 

4 


LOSS OF BEOSPACE 
3 


LIMITED SPACE 
2 


BATHROOM 

1 



WOULD REPAIRS TO THE OWELLING COST 



IS THE DWELLING ''UNFIT" 



WOULD YOU EXPECT ACTION TO BETAKEN UNDER 1957HSG ACT 
thto mutton to b» IBM to whtthtr iwg, to in fit of not 

IS THE ENVIRONMENT UNSATISFACTORY 



HAS THE OWELLING BEEN INSPECTED INTERNALLY 



UNOBTAINABLE 


OVER £1500 


£1G0O*£15OQ 


2500— £1000 


£25Q-£5QQ 


£100-£250 


LESS THAN £100 


X 


4 


S 


4 


3 


2 


1 



UNFIT 

4 


PROBABLY UNFIT 
3 


PROBABLY NOT UNFIT 
2 


NOT UNFIT 
1 




PART II (SINGLE) 
i 


PART HI (AREA! 
2 


NO 

1 



UNSATISFACTORY 

2 



NOT UNSATISFACTORY 
1 



NO 


YES 


2 


1 



21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 
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Tenure and condition 



Table I Thousand dwellings: percentage 



Tenure 


Unfit dwellings 


D 


wellings not unfit 




All 

dwellings 


In potential 
clearance areas 


Not in potential 
clearance areas 


All unfit 
dwellings 


In or adjoining 
potential 
clearance areas 


Not in potential 
clearance areas 


All dwellings 
not unfit 


Owner occupied 


1 


6 






I 


6 


2 


19 


88 


34 


90 


34 


91 


32 


Rented from local authorities 


2 


II 




— 


2 


10 


1 


13 


110 


44 


III 


42 


113 


40 


Other tenures 


14 


75 


3 


100 


17 


77 


8 


67 


55 


22 


63 


24 


80 


28 


Closed 1 


2 


8 


— 


— 


2 


7 


— 


1 


— 


— 


— 


— 


2 


— 


Total 


19 


100 


3 


100 


22 


100 


II 


100 


253 


100 


264 


100 


286 


100 



1 Dwellings closed under Housing or Planning Acts. 



Age and condition 



Table 2 Thousand dwellings: percentage 



Date of building 


Unfit dwellings 




Dwellings not unfit 


All 

dwellings 


In potential 
clearance areas 


Not in potential 
clearance areas 


All unfit 
dwellings 


In or adjoining 
potential 
clearance areas 


Not in potential 
clearance areas 


All dwellings 
not unfit 


Pre 1919 


19 


99 


3 


100 


22 


99 


II 


98 


67 


27 


78 


29 


100 


35 


1919 to 1944 


— 


1 


— 


— 


— 


1 


— 


2 


92 


36 


92 


35 


92 


32 


Post 1944 


— 


— 


— 


— 


. 


— 


— 


— 


94 


37 


94 


36 


94 


33 


Total 


19 


100 


3 


100 


22 


100 


II 


100 


253 


too 


264 


100 


286 


too 



Size and condition 



Table 3 



Thousand dwellings: percentage 



Number of rooms 




Unfit dwellings 




Dwellings not unfit 


All 

dwellings 


In pot 
clearanc 


ential 
:e areas 


Not in p 
clearanc 


o tenth! 
:e areas 


All unfit 
dwellings 


In or adjoining 
potential 
clearance areas 


Not in potential 
clearance areas 


All dwellings 
not unfit 


1-3 


7 


36 






7 


33 


2 


18 


16 


6 


18 


7 


25 


9 


4 


7 


37 


1 


33 


8 


36 


5 


43 


77 


30 


82 


31 


90 


31 


5 


4 


19 


1 


33 


5 


20 


3 


28 


76 


30 


79 


30 


84 


29 


6 

"7 


1 


5 


1 


33 


2 


7 


1 


8 


62 


25 


63 


24 


65 


23 


7 




— 


— 


— 


— 


— 


— 


1 


12 


5 


12 


4 


12 


4 


8 or more 




3 




/ 


— 


4 


— 


2 


10 


4 


10 


4 


10 


4 


Total 


19 


100 


3 


100 


22 


100 


II 


100 


253 


100 


264 


100 


286 


100 


Average number of rooms per 






























dwelling 


4-0 


4-6 


4-1 


4-3 


5-0 


5-0 


4-9 



4 
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Table 4 



Repair costs and condition 



Thousand dwellings: percentage 



Repair costs 
£ 




Unfit dwellings 


Dwellings not unfit 


All 

dwellings 


In potential 
clearance areas 


Not in potential 
clearance areas 


All unfit 
dwellings 


In or adjoining 
potential 
clearance areas 


Not in potential 
clearance areas 


All dwellings 
not unfit 


Less than 1 00 












1 




2 


138 


55 


138 


52 


138 


48 


1 00-249 


2 


8 


— 


— 


2 


7 


5 


47 


84 


33 


89 


34 


91 


32 


250-499 


8 


46 


2 


67 


10 


46 


5 


47 


28 


II 


33 


13 


43 


15 


500-999 


6 


32 


1 


33 


7 


32 


1 


4 


3 


1 


4 


1 


II 


4 


1,000 and over 


3 


14 


— 


— 


3 


14 


— 


— 










3 


1 


Total 


19 


100 


3 


100 


22 


100 


11 


100 


253 


100 


264 


too 


286 


100 



Gross value and condition 



Thousand dwellings: percentage 



Cross value 
£ 




Unfit dwellings 


Dwellings not unfit 


All 

dwellings 


In pot 
clear ant 


ential 
•e areas 


Not in potential 
clearance areas 


All unfit 
dwellings 


In or adjoining 
potential 
clearance areas 


Not in potential 
clearance areas 


All dwellings 
not unfit 


Less than 60 


i5 


84 


2 


50 


17 


78 


9 


79 


36 


14 


45 


17 


63 


22 


60-79 


2 


II 


I 


35 


3 


15 


2 


17 


66 


26 


68 


26 


71 


25 


80-99 


1 


3 


— 


3 


1 


3 


— 


4 


75 


30 


75 


29 


76 


27 


100-119 


— 


1 


— 


6 




2 


— 


— 


31 


12 


31 


12 


3! 


II 


120 and over 


— 


1 


— 


6 


— 


1 


- — . 




44 


17 


44 


17 


45 


15 


Rated with business premises 


— 


— 


— 


— 


— 


— 


— 


— 


— 


— 










Total 


19 


100 


3 


100 


22 


too 


II 


100 


253 


100 


264 


100 


286 


100 



Availability of amenities and condition 



Thousand dwellings: percentage 









Unfit dwellings 








Dwellings not unfit 






All 

dwellings 


Amenities 


In pot 
clearanc 


ential 
e areas 


Not in p 
clearanc 


otential 
■e areas 


All 

dwell 


nf?t 

ings 


In or adjoining 
potential 
clearance areas 


Not in potential 
clearance areas 


All dwellings 
not unfit 


Water closet: inside dwelling 


1 


7 


1 


33 


2 


9 


1 


9 


214 


85 


215 


81 


217 


76 


outside dwelling 


15 


79 


2 


67 


17 


78 


9 


80 


38 


15 


47 


18 


64 


22 


Lacking water closet 


3 


14 


— 




3 


13 


1 


II 


I 


— 


2 


1 


5 


2 


Fixed bath 


3 


14 


1 


33 


4 


17 


3 


30 


234 


92 


237 


90 


241 


84 


Lacking fixed bath 


16 


86 


2 


67 


18 


83 


8 


70 


19 


8 


27 


10 


45 


16 


Wash basin 


1 


5 


1 


33 


2 


9 


1 


9 


212 


84 


213 


80 


215 


75 


Lacking wash basin 


18 


95 


2 


67 


20 


91 


10 


91 


41 


16 


51 


20 


71 


25 


Hot and cold water at 3 points 


1 


5 


1 


33 


2 


8 


1 


9 


209 


83 


210 


80 


212 


74 


None or at less than 3 points 


18 


95 


2 


67 


20 


92 


10 


91 


44 


17 


54 


20 


74 


26 


With the 4 basic amenities 1 
Lacking one or more of the 4 


1 


5 

(~) 


— 


(~) 


1 


6 

(-) 


1 


(100) 


204 


81 

(100) 


205 


78 

(100) 


206 


72 

(100) 


basic amenities 1 


16 


95 

(22) 


3 


100 

(4) 


21 


94 

(26) 


10 


91 

(13) 


49 


19 

(61) 


59 


22 

(74) 


80 


28 

(100) 


Total 1 


!9 


100 

(7) 


3 


too 

(/) 


22 


100 

(8) 


II 


100 

(4) 


253 


100 

(88) 


264 


100 

(92) 


286 


100 

(100) 



1 Figures in brackets show percentage of all dwellings in the row. 
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Repair costs and tenure 



Table 7 Thousand dwellings: percentage 



Repair costs 
£ 


Owner occupied 


Rented from 
local authorities 


Other tenures 


Closed 1 


All dwellings 


Less than 100 


46 


50 


8! 


71 


II 


15 




138 


48 


100-249 


33 


36 


27 


24 


31 


38 


— 


91 


32 


250-499 


11 


12 


4 


4 


28 


35 


— 


43 


IS 


500-999 


1 


2 


1 


l 


8 


10 




1 1 


4 


1 ,000 and over 


— 


— 


— 


— • 


2 


2 


1 


3 


1 


Total 


91 


100 


113 


100 


80 


100 


2 


286 


100 



1 Dwellings closed under Housing or Planning Acts. 



Repair costs and age 



Table 8 



Thousand dwellings: percentage 



Repair costs 
£ 


Date of building 


All dwellings 


Pre 1919 


1919 to 1944 


Post 1944 


Less than 100 


8 


8 


39 


43 


91 


97 


138 


48 


100-249 


39 


39 


48 


52 


3 


3 


9! 


32 


250-499 


39 


39 


4 


5 






43 


15 


500-999 


n 


II 


— «»* 








1 1 


A 


1,000 and over 


3 


3 


— 


— 


— 


— 


3 


1 


Total 


100 


100 


92 


100 


94 


100 


286 


100 



Repair costs and gross value 



Thousand dwellings: percentage 



Repair costs 
£ 




Gross value: £ 


Rated with 
business 
premises 


All 

dwellings 


Un 

6 


der 

0 


60 - 


■79 


80- 


-99 


100-119 


120-139 


140 - 


■179 


180 and 
over 


Less than 100 
100-249 
250-499 
500-999 
1,000 and over 


6 

23 

25 

6 

2 


9 

37 

40 

10 

3 


32 

27 

9 

2 

1 


45 

38 

13 

3 

1 


52 

19 

4 

1 


68 

25 

5 

2 

1 


20 

7 

3 


65 

24 

10 

1 


13 

7 

1 


63 

31 

5 


II 

5 


66 

31 

2 

1 


5 

2 

i 


61 

30 

7 

3 


— 


— 


138 

91 

43 

li 

3 


48 

32 

15 

4 

1 


Total 


63 


100 


7! 


100 


76 


100 


31 


100 


21 


100 


16 


100 


8 


100 


— 


— . 


286 


100 
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Table 10 



Age and tenure 



Thousand dwellings: percentage 



Date of building 


Owner occupied 


Rented from 
local authorities 


Other tenures 


Closed 1 


All dwellings 


Pre 1919 


29 


32 


7 


6 


62 


78 


2 


100 


35 


1919 to 1944 


37 


40 


39 


35 


16 


19 


— 


92 


32 


Post 1944 


25 


28 


67 


59 


2 


3 


— 


94 


33 


Total 


91 


100 


113 


100 


80 


100 


2 


286 


100 



1 Dwellings closed under Housing or Planning Acts. 



Size and tenure 



Table 1 1 Thousand dwellings: percentage 



Number of rooms 


Owner occupied 


Rented from 
local authorities 


Other tenures 


Closed 1 


Ail dwellings 


1-3 


1 


2 


12 


II 


11 


15 




25 


9 


4 


16 


18 


39 


34 


34 


42 


1 


90 


31 


5 


22 


23 


38 


33 


24 


30 


— 


84 


29 


6 


36 


39 


22 


20 


7 


9 


— — 


65 


23 


7 


9 


10 


1 


1 


2 


2 


— 


12 


4 


8 or more 


7 


8 


1 


1 


2 


2 


— 


10 


4 


Total 


91 


WO 


113 


100 


80 


100 


2 


286 


100 



1 Dwellings closed under Housing or Planning Acts. 



Gross value and tenure 



Table 12 



Thousand dwellings: percentage 



Gross value 
£ 


Owner occupied 


Rented from 
local authorities 


Other tenures 


Closed 1 


All dw 


el lings 


Less than 60 


10 


II 


9 


8 


43 


53 


\ 


63 


22 


60-79 


10 


II 


33 


34 


22 


28 


— 


71 


25 


80-99 


14 


15 


53 


47 


9 


II 


— 


76 


27 


100-119 


17 


19 


II 


10 


3 


3 


— 


31 


II 


120-139 


19 


21 


1 


1 


1 


1 


— 


21 


7 


140-179 


15 


16 


— 


— 


1 


1 


— 


16 


6 


180 and over 


6 


7 


! 


— 


I 


1 


— 


8 


2 


Rated with business premises 


— 


— 


— 


— - 


— 




— 






Total 


91 


100 


113 


100 


80 


100 


2 


286 


100 



i Dwellings closed under Housing or Planning Acts. 
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Availability of amenities and tenure 



Thousand dwellings: percentage 



Amenities 


Owner occupied 


Rented from 
local authorities 


Other tenures 


Closed 1 


All dwellings 


Water closet: inside dwelling 


80 


88 


108 


94 


29 


36 




217 


76 


outside dwelling 


10 


II 


5 


S 


48 


60 


1 


64 


22 


Lacking water closet 


1 


1 


— 


1 


3 


4 


1 


5 


2 


Fixed bath 


86 


94 


NO 


97 


45 


56 




241 


84 


Lacking fixed bath 


5 


6 


3 


3 


35 


44 


2 


45 


16 


Wash basin 


81 


89 


103 


90 


31 


38 




215 


75 


Lacking wash basin 


10 


11 


10 


10 


49 


62 


2 


71 


25 


Hot and cold water at 3 points 


81 


89 


102 


90 


29 


36 


_ 


212 


74 


None or at less than 3 points 


10 


II 


11 


10 


51 


64 


2 


74 


26 


With the 4 basic amenities 5 


79 


87 


10! 


89 


26 


32 




206 


72 


Lacking one or more of the 4 basic 




(38) 




(49) 




(13) 




(100) 


amenities* 


12 


13 


12 


II 


54 


68 


2 


80 


28 






(IS) 




(IS) 




(68) 






(100) 


Total* 

1 1: _i 1 it .. f 


91 


100 

(32) 


113 


100 

(40) 


80 


100 

(28) 


2 


286 


100 

(100) 



1 Dwellings dosed under Housing or Planning Acts. 

1 Figures in brackets show percentages of all dwellings in the row. 



Table 14 



Age and size 



Thousand dwellings: percentage 



Date of building 



Pre 1919 
1919 to 1944 
Post 1944 



Total 



Number of rooms 



1-3 



13 

2 

10 



25 



S3 

(13) 

9 

(3) 

38 

( 10 ) 



100 

(?) 



34 

28 

28 



90 



38 

(34) 

31 

(31) 

31 

(30) 



100 

(31) 



27 

31 

26 



84 



32 

(27) 

36 

(33) 

32 

(28) 



100 

(29) 



14 

24 

27 



65 



20 

(14) 

38 

(26) 

42 

(29) 



100 

(23) 



6 

4 

2 



12 



SO 

(6) 

32 

( 4 ) 

18 

( 2 ) 



100 

( 4 ) 



8 or more 



6 

3 

I 



10 



60 

( 6 ) 

31 

(3) 

9 

(/) 



100 

( 4 ) 



All dwellings 



100 

92 

94 



286 



35 

( 100 ) 

32 

( 100 ) 

33 

( 100 ) 



100 

( 100 ) 



Figures in brackets show percentages of all dwellings in the row. ^ 

Gross value and age 



Table IS 



Date of building 

















All dwellings 


£ 


Pre 1919 


1919 to 1944 


Post 1944 






Less than 60 

60-79 

80-99 

100-119 

120-139 

140-179 

180 and over 

Rated with business premises 


55 

24 

10 

5 

3 

1 

2 


55 

24 

10 

5 

3 

1 

2 


5 

29 

26 

10 

10 

9 

3 


J 

32 

29 

II 

II 

9 

3 


3 

18 

40 

16 

8 

6 

3 


3 

19 

42 

17 

9 

7 

3 


63 

71 

76 

31 

21 

16 

8 


22 

25 

27 

II 

7 

6 

2 


Total 


100 


100 


92 


100 


94 


100 


286 


100 
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Table 16 



Availability of amenities and age 



Thousand dwellings: percentage 



Amenities 






Date of building 






All dwellings 


Pre 


919 


1919 to 1944 


Post 1944 


Water closet: 


















inside dwelling 


34 


34 


89 


97 


94 


100 


217 


76 


outside dwelling 


61 


61 


3 


3 






64 


22 


Lacking water closet 


5 


S 


— 


• — 


— 


— 


5 


2 


Fixed bath 


55 


55 


92 


100 


94 


100 


241 


84 


Lacking fixed bath 


45 


45 


— 


— 


— 




45 


16 


Wash basin 


38 


38 


83 


90 


94 


100 


215 


75 


Lacking wash basin 


62 


62 


9 


10 


— 


— 


71 


25 


Hot and cold water at 3 points 


35 


35 


83 


90 


94 


100 


212 


74 


None or at less than 3 points 


65 


65 


9 


10 


— 


— 


74 


26 


With the 4 basic amenities 1 
Lacking one or more of the 4 


30 


30 

(14) 


82 


89 

(40) 


94 


100 

(46) 


206 


72 

(100) 


basic amenities 1 


70 


70 

(88) 


10 


II 

(12) 


— 


(-) 


80 


28 

(100) 


Total 1 


100 


100 

(35) 


92 


100 

(32) 


94 


100 

(33) 


286 


100 

(100) 



1 Figures in brackets show percentage of all dwellings in the row. 



Table 17 



Dwellings lacking amenities: by amenities lacked 



Amenities lacked 


Thousand dwellings 


Percentage 


One amenity: 






Hot and cold water at 3 points 


1 


1 


Internal water closet 


6 


8 


All dwellings lacking one amenity 


7 


9 


Two amenities: 






Hot and cold water at 3 points; wash basin 


9 


II 


Hot and cold water at 3 points; fixed bath 


— 




Hot and cold water at 3 points; internal water closet 


I 


2 


All dwellings lacking two amenities 


10 


13 


Three amenities: 






All except Internal water closet 


t 


1 


All except fixed bath 


18 


22 


All except wash basin 






All dwellings lacking three amenities 


19 


23 


Atl four basic amenities 


44 


55 


All dwellings lacking basic amenities 


80 


100 



9 
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Gross value and availability of amenities 



Table 18 



Thousand dwellings: percentage 



Gross value 
£ 


With the A basic amenities 


Lacking one or more of the 
4 basic amenities 


All dwellings 


Less than 60 


10 


5 


(16) 


53 


67 


(84) 


63 


22 


( 100 ) 


60-79 


SO 


24 


( 70 ) 


21 


26 


( 30 ) 


71 


25 


( 100 ) 


80-99 


71 


35 


( 93 ) 


5 


6 


(7) 


76 


27 


( 100 ) 


100-1 19 


3! 


15 


( 100 ) 


— 


— 


(-) 


31 


II 


( 100 ) 


120 and over 


44 


21 


(98) 


1 


/ 


(2) 


48 


16 


( 100 ) 


Rated with business premises 


— 


— 


(-) 


— 


— 


(-) 


— 


— 


( 100 ) 


Total 


206 


too 


(72) 


80 


100 


(28) 


286 


100 


( 100 ) 



Figures in brackets show percentage of ali dwellings in the row. 



Table 19 



Conditions availability of amenities and repair costs 

Thousand dwellings 





Repair costs: £ 


All 

dwellings 


Less than 
100 


100-249 


250-499 


500-999 


1,000 
and over 


Outside potential clearance areas: 

With the 4 basic amenities: 

Not unfit 
Unfit 

Total 

Lacking one or more of the basic amenities: 
Not unfit 
Unfit 

Total 

In or adjoining potential clearance areas: 

Not unfit 
Unfit 

Total 


134 


58 


11 


1 


— 


204 


134 


58 


1! 


1 


— 


204 


4 


26 


17 

2 


2 

1 


— 


49 

3 


4 


26 


19 


3 


— 


52 


z 


5 

2 


5 

8 


1 

6 


3 


11 

19 


— 


7 


13 


7 


3 


30 


Total 


133 


91 


43 


11 


3 


286 



10 
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Stock ©f dwellings: conurbations and England and Wales 



Table 20 



Thousand dwellings: percentage 



Conurbation House Condition Surveys 







June 1968 






December 1967 




National House Condition Survey 
February 1967 


* 


Tyne 


side 


Merseyside 


West Midlands 


South East 
Lancashire 


All 

conurbations 1 


England and Wales 


Condition 














1 












Unfit dwellings: 


19 
























In potential clearance areas 


7 


31 


8 


63 


8 


86 


10 


454 


9 


1,099 


7 


Not in potential clearance 
areas 


3 


1 


4 


1 


16 


2 


39 


5 


146 


2 


737 


5 


All unfit dwellings 


22 


8 


35 


9 


79 


10 


125 


15 


600 


11 


1,836 


12 


Dwellings not unfit: 

In or adjoining potential 
clearance areas 


II 


4 


7 


2 


8 


1 


13 


1 


62 


1 


1 13 


I 


Not in potential clearance 
areas 


253 


88 


372 


89 


677 


89 


706 


84 


4,655 


87 


13,751 


87 


All dwellings not unfit 


264 


92 


379 


91 


685 


90 


719 


85 


4,717 


88 


13,864 


88 


Date of building 


























Pre 1919 


100 


35 


167 


40 


21$ 


28 


368 


44 


2,160 


41 


6,029 


38 


1919 to 1944 


92 


32 


129 


31 


284 


37 


238 


28 


1,729 


32 


4,255 


27 


Post 1944 


94 


33 


118 


29 


269 


35 


238 


28 


1,428 


27 


5,416 


35 


Repair costs 


























Less than £!00 a 


135 


48 


157 


38 


470 


61 


487 


58 


3,465 


65 


10,132 


65 


£IOO-£249 a 


91 


32 


120 


29 


173 


23 


211 


25 


866 


16 


2,521 


16 


Less than £250 


229 


80 


in 


67 


643 


84 


698 


83 


4,331 


81 


12,653 


81 


£250-£499 


43 


15 


82 


20 


73 


70 


98 


12 


454 


9 


1,328 


8 


£500-£999 


II 


4 


42 


10 


39 


5 


35 


4 


317 


6 


969 


6 


£1,000 and over 


3 


1 


13 


3 


9 


1 


13 


1 


215 


4 


750 


5 


Amenities 


























Dwellings lacking: 














238 


28 


957 


18 


2,919 


19 


Internal water closet 


69 


24 


97 


23 


176 


23 


Fixed bath 


45 


16 


60 


14 


94 


12 


148 


18 


727 


14 


2,106 


13 


Wash basin 


71 


25 


83 


20 


147 


19 


183 


22 


1,119 


21 


3,040 


19 


Hot and cold water at 3 
points 


74 


26 


87 


21 


153 


20 


190 


23 


1,209 


23 


3,400 


22 


One or more of the 4 basic 
amenities 


80 


28 


108 


26 


207 


27 


246 


29 


1,360 


26 


3,943 


25 


None of the amenities 


206 


72 


306 


74 


555 


73 


598 


71 


3,957 


74 


11,757 


75 


Total stock 


286 


100 


414 


100 


764 


100 


844 


100 


5,317 


100 


15,700 


100 



1 Tyneside, West Yorkshire, South East Lancashire, Merseyside, West Midlands, Greater London. 
a National House Condition Survey figures relate to repair costs of under £125 and of £l25-£249. 
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